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Biocompatibility, 185, 293, 309(N), 617, 1125, 1169 
Biocompatibility of metals, 829 
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Blood compatibility, 475, 969 

Blood conduit, 1059 

Blood pump, 939 

Blood vessel substitutes, 895, 1059 
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Bone/material interface, 577 
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Carbon fiber, 927 
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Cell migration, 1073 
Cell separation, 243 
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Cholesterol-lipid solution, 939 
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Coating materials, 497 
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—, blood distribution of, 991 
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Copolymers, 137 
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Corrosion products, 1005 

Corrosion rate, 99 
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Delivery system, 757 
Demineralization, 871 

Dense apatite implants, 147 
Density changes, 1137 

Dental bonding, 789 

Dental casting, 427 

Dental materials, 789 

Dental restorative materials, 771 
Dental stain, 631 

Dentin, bonding of composites to, 1089 
Dentine, 771 

Dextran, 953 
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Fatigue properties, 497 

Fatigue test, 939 
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Fibrinogen adsorption, 547 
Fibrinogen adsorption/desorption, 953 
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Granuloma formation, 1031 
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Growth factors, 225 


Healing, 281 
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Heparin, 911 

Heparinized surfaces, 911 
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Hip prostheses, bioreactive-glass-coated, 1017 
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Human serum albumin, 685 
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Immunosorbent system, 1153 
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Implantations, 757 
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Ion binding, 871 


Joint replacement, 207 


Key references, 577 


Leukocyte interactions, 1169 
Liposome, 1105 


Macrophages, 243, 395 
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Metal transport in blood, 991 

Metastable betatitanium alloys, 155 
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Model synthetic tendons, 115 
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Organometallic cpds, 513 
Orthodontic therapy, 155 
Orthopedic joint implants, 577 
Oxidation of UHMW PE, 1137 
Oxidative chain scission, 1137 


Pacemakers, 47 

Particle/surface interface, 1043 
Pellethane, 961 

Percutaneous devices, 323, 357, 383 
Percutaneous leads, 403 

Pericardium, 727 

Peritoneal cavity, 829 

Permigration, 323 

Peroxidase antiperoxidase, 561 
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Planimetry, 567 

Plasma polymerization, 537 

Plasma proteins, 643 

Platelet adhesion, 643, 1115 

Platelets, 475 

Plates, 817 

PMMA, 25, 435 

Polariscope, 979 

Polycarboxylate, 871 

Polydispersity, 881 

Polyester, 895 

Polyester yarn, 881 

Polyether polyurethane, 939 
Polyetherurethanes, 655 

Polyethylene, 207 

Poly(ethylene terephthalate) fibers, 115 
Polymer, 165 

Poly(methyl methacrylate), 467 
Polypropylene, 781 

Polyurethanes, 129 

Porcine aortic valves, 61, 79 
Porosimetry, 123(L) 

Porosity, 47, 123(L) 

Porous-coated systems, 497 

Porous fiber material, 293 
Prostaglandins, immobilization of, 1115 
Prosthetic blood vessels, 745 

Protein, 771 

Protein adsorption, 655 

Protein adsorption to soft tissue implants, 225 
Protein binding, 1005 

Prothrombin, 695 
PTFE-carbon-composite implants, 123(L) 
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Radiation grafting, 655 

Rat, 513 

Reactivity, 695 
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Restoration, 809 
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Ridge augmentation, 39 


Scanning microscopy, 1 
Semiquantitative eens cultures, 403 
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Serum protein organometallic complexes, 99 
Shape memory, 427 

Shear rate, 475 

Silicone polymers, 537 

Silicon surface modification, 953 
Sintered apatite, 845 

Skin forces, 383 

Sorbents, 1 

Spinal cord injury, 757 
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Standard diffusion coefficient, 271 
Static strength, 413 
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Streaming current, 317(N) 
Streaming potential, 317(N) 
Strength, 115 

Stress distribution, 413 
Stress-freezing cycle, 979 

Stress intensification, 1043 

Sugar derivatives, 129 
Supermolecular organization, 129 
Surface active glass, 845 

Surface characterization, 537 
Surface charge, 165 

Surface conduction, 317(N) 
Surface energy states, 337 

Surface properties, 655 

Surface roughness, 255 

Surface tension, 255 

Swelling, 671 

Swelling of biomaterial surfaces, 317(N) 
Synthetic fibers, 1073 
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Teeth, 809 

Temperature, 523 
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Tensile strength, 781 

Tensile test, 939 
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Three-dimensional model, 979 
Thrombosis, 797, 1115 
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